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HOLIDAYS 

When the flag should be displayed at full staff 

Lincoln’s Birthday .February 12 th. 

Washington’s Birthday .February 22nd. 

Jefferson Day .April 17th. 

Battle of Lexington (Patriots Day) . . . .April 19th. 

Mother’s Day .Sec. Sunday in May 

^Memorial Day .May 30th. 

Flag Day .June 14th. 

Battle of Bunker Hill .June 17th. 

Independence Day .July 4th. 

LaFayette Marne Day . .September 6th. 

Defense Day .September 12th. 

‘Star Spangled Banner” Day (Baltimore)September 13th. 

Constitution Day .September 17th. 

Paul Jones Day .September 23rd. 

Columbus Day .October 12th. 

Battle of Saratoga .October 17th. 

Surrender of Yorktown .October 19th. 

Armistice Day .November 11th. 

Evacuation Day (New York).November 25th. 

*On Memorial Day, May 30th, the Flag should fly at 
half staff from sunrise to noon anc full staff from noon 
to sunset. 


STARS AND STRIPES 

is the official name of the National Flag of the United 
States. In the Army our National flag is called the 
Standard, also the Colors. When borne with another 
flag, the regimental color, the two flags are called a 
“Stand of Colors.” In the Navy our National flag is 
known as the U. S. Ensign. 


To show proper respect for the Flag the following 
should be observed: 


DISPLAY 

The flag should not be hoisted before sunrise nor 
allowed to remain up after sunset. 

At “Retreat” sunset, civilian spectators should stand 
at “attention” and uncover during the playing of the 
“Star Spangled Banner.” Military spectators are required 
by Regulation to stand at “attention” and give’the military 
salute. During the playing of the National Hymn at 
“Retreat” the Flag should be lowered but not then 
allowed to touch the ground. 

When the Flag is flown at half staff as a sign of 
mourning, it should be hoisted to full staff at the conclu¬ 
sion of the funeral. 

1c. placing the flag at half staff, it should first be 
ho/ ted to the top of the staff and then lowered to position, 
dr )ping it from the top of the staff the distance of the 


width of the flag, and preliminary to lowering from half 
staff, it should first be raised to the top. 

On ship board the National Flag is the flag to be raised 
first and lowered last. 

Where several flags are displayed'* on poles with the 
National flag, the Stars and Stripes should be hoisted 
first and on the tallest and most conspicuous staff. 
Where two flags are displayed, one our National Flag, 
it should be placed on the right. (To ascertain the 
right of a building, face in the same direction as the 
building). No flag should ever be flown from the same 
staff as the U. S. Flag, except in the Navy: then only 
during Divine Service : when the Church Pennant may 
be displayed above the National Flag—God above Country. 

When in Parade the National Flag is carried with any 
other flag, it should have the place of honor, at the right. 
If a number of flags are carried, the National Flag should 
either precede the others or be carried in the center, 
above the others, on a higher staff. 

When flags are used in unveiling a monument, tablet 
or statue, they should not fall to the ground, but be 
carried aloft, forming a distinctive feature of the ceremony. 

When the National Flag is used as a banner the union 
should be at the left (as you face the flag). When used 
as an altar covering, the union is at the right (as you 
face the altar), and nothing should ever be placed upon 
the flag except the Holy Bible. 

The Flag should never be flown reversed except m 
case of distress at sea. 


PORTRAYING THE FLAG 

To properly illustrate the flag, the staff should always 
be at the left of the picture with the flag floating to the 
right. When two flags are crossed, the National Flag 
should be at the right. If the National Flag is pictured 
as a banner, the union is at the right. 


SALUTE 

When the National Colors are passing in parade or 
in review, the spectator should, if walking, halt, and 
if sitting, arise and stand at “attention” and uncover. 

The National Salute is one gun for every State. 

The International Salute is, under the Law of Nations, 
21 guns. 

On shore the flag should not be dipped by way of salute 
or compliment. 


ORAL FLAG SALUTE 

“I pledge allegiance to the flag of the United States of 
America and to the Republic for which it stand* 

One nation indivisible, with liberty and justice foi all.” 



























